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Accident insurance, foreign countries: Page 
Netherlands. Net cost, in percentage of wages, by industry, 1932-34 Feb. 435 
Sweden. Compulsory, under law of 1916 Jan. 98 
Switzerland. Net cost, in percentage of wages, by industry, 1932-34 Feb. 435 

Accident prevention: 

Fertilizer industry, 1936 : Apr. 842-5 
Motion-picture operator, safety standards for___- ; - achmal .--- Jan. 115-31 

Accident statistics. International comparisons, effort to standardize terms ‘and categories -. Feb. 433-5 

Accident statistics, United States: 

Employment decrease during depression, effect of, 1929-35_ ___-_- I eG ee a Mar. 579-04 
Fertilizer industry, 1936 Apr. 831-42 
Iron and steel industry. By department, occupation, extent of disability, and cause, 

1935-36 ; May 1153-66 
Manufacturing. By industries (30), 1935-36, BLS survey ; .. Mar. 675-85 

— Disability distribution, by industries (30) , Mar. 682-5 
—— Frequency rates, and extent of disability (29 industries), 1929 to 1935 (Kossoris).. .. Mar. 579-94 
Understatement of disabling injuries in depression years, estimate of Mar. 593-4 

Accident statistics, foreign countries: 

France. By industry, extent of disability, age and sex, 1935_......-...........-......... May 1167-8 

Netherlands and Switzerland. Insurance records compared... - Feb. 435 
Adult education. Workers’ Education Bureau (WPA) and Civilian Conservation Corps, 

es aE eo ae Feb. 320 

Age distribution: 

Seamen. Deep-sea vessels, American merchant marine, 1935_- ae See ee , Feb, 351-4 
Unemployed. November 1937 (from Unemployment C ensus). 1 ere ee _ Apr. 882- 3; June 1458-9 
U. 8. Employment Service. Applicants to, and persons placed by, percentages, by race 

and sex , Apr. 893-4; June 1458-9 
—— Registrants, by sex, percent of placement, type of placement, and occupation, 1937_- Jan. 3-15 

Age factor and employment. (See Older workers.) 

Aged persons, United States. 65 years and over, numerical and percentage distribution by 

means of support, year ending April 1937 a June 1348-9 

Agriculture, United States: 

Cotton Belt. Labor displacement through power farming, part 1—Northwest Texas, 

1937; part 2—Southwestern Oklahoma and Mississippi Delta (Taylor)... Mar. 595-607; Apr. 852-67 
Farming, part-time, in Southeast, extent of, and economic aspects._..................-.. Mar. 641-5 
Mechanization, effects on tenancy and labor. (See under Mechanization.) 

Power farming. (See under Mechanization.) 
Sugar-beet industry. Employment conditions, wages, and welfare of laborers, 1934-37 

SE a a ee schtedialithanls tials eakdiipeipaaii ai Feb. 332-40 
—— Laborers. Minimum-wage determination of AAA for 1937 crop after September 1-- Mar. 638 
—— Production. Minimum-wage determination by AAA, April 6, 1938....--........-- June 1419 
Tenant farmers, displacement of, by mechanization, Cotton Belt—Northwest Texas; 

Southwestern Oklahoma and Mississippi Delta..............-.....-..—.-.-- Mar. 601-7; Apr. 852-65 
Tractors. (See under Mechanization.) 

Agriculture, Netherlands. Collective agreements, résumé, January 1920 to June 1937_-._---- Apr. 897-9 

Air-transport industry, United States: 

Mechanics and radio operators, collective agreements filed, 1936....................--- ia Mar. 7 
Railway Labor Act provisions made effective, 1936 
Alien labor. (See Employment of foreigners.) 
Alley Dwelling Authority, District of Qolumbia. Work of, report for year ended June 30, 
ee ne , cD Sees dbed ab kedwentessesecke ae ae Mar. 711-13 
Americanization. Work Seen I CR ikik hihi disor d cc cdtntecccccticcccccascss om Feb. 318 
Apprentice Training, Federal Committee on (U. 8. Government): 
Establishment by statute, 1937, as unit of Department of Labor 
Work of, and connection with Labor Department 
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Apprenticeship, United States: 
Company plans and number of trainees, by industry, survey of, National Industrial Con- 
SE ticivcccnbabsiinpimeninthebinibesniaseBueceseuace ianicknaatekeeitatieain Jan 2 
Federal Committee on Apprentice Training, program Jan. 100 
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148 
Apprenticeship, foreign countries: 
Cane. eee, Senet, enat Somer 10878. oo ob oo nnn ccokenteakecnccesucnces Apr. &886- - 
Sweden. Shipyard and metal workers, period of and minimum wage scale_-.___-_...__- June 1444 


Automobiles and bodies; automobile parts and equipment. 
October 1937 to March 1938 


Labor turn-over, monthly rates, 
Jan. 180; Feb. 461; Mar. 743; Apr. 932; May 1208; June 1413 





Beet-sugar industry. (See Agriculture: Sugar-beet industry.) 

Benefits and benefit funds. (See under specific type of.) 

Boot and shoe industry. Labor turn-over, monthly rates, October 1937 to March 1938___..- Jan. 190 
Feb. 461; Mar. 743; Apr. 932; May 1208; June 1413 

Labor turn-over, monthly rates, October 1937 to March 

Jan. 190; Feb. 461; Mar. 743; Apr. 932; May 1208; June 1412 





Brick, tile, and terra cotta industries. 













Budgets, cost-of-living: 


Beet-sugar workers, families of, study, 1935, by Children’s Bureau_................-.--- Feb. 338 
Buying habits, change in, of population of Virginia (census returns, 1929, 1933, 1935)_._- Feb. 455-4 
Electrical appliances and equipment, expenditures for, by families of workers, 1933-36 

ES SP SEC en oe ee Nee ee ee ae ee eS ere Feb. 447-54 


Rents paid by lower-income families proportionately high, report of National Housing 
Committee 









Building and loan associations: 











Denmark. Mutual-credit and mortgage associations, practices of...................-.-- June 1366 
Great Britain. Financial status, 1937 compared with preceding years...............---- June 1366-8 
United States. Membership and resources, by States, 1936, failures and estimated 
EE eS eat a ee a ee Jan 107-9 
Building-construction industry, United States: 
Bureau of Labor Statistics’ method of securing data...............................------ Jan. 252 


Federal and State buildings, principal cities, value of contracts awarded, November 1937 
to April 1938 Jan. 246; Feb. 526; Mar. 784; Apr. 1013; May 1265; June 1489 
Residential, volume of, 1920-37, urban and nonfarm areas Jan. 248-52, 254-4 


Residential and other, estimated cost, and families provided for, years 1936 and 1937-._.. Feb. 525-4 
Statistics of number and kind of buildings, estimated cost to January 1938, permit valua- 
‘ tion from February 1938, and families provided for, principal cities, November 1937 
Op Apel S008... coc sece Jan. 243-6; Feb. 523-6; Mar. 782-4; Apr. 1009-13; May 1261-5; June 1485-9 
Burial associations, cooperative. (See under Cooperation.) 
Burial costs. Cooperative associations, status, 1936...............--....--.-..----.--------- Mar. 647-52 










Business cycle. Industrial injuries, trend of, 1929-35 (Kossoris) Mar. 579-4 








Census: 


; Occupations, 1930. Gainful workers classified into social-economic groups, 1910, 1920, 
Re ee ae a eee OR MTS erg ane ne a eee ee a wre ae eee June 1391-3 
Unemployment. Data compared with active file of U.S. Employment Service, Novem- 


ee en i EES... nid heedinedienesinndeeeWaimnanindiadunaiig 

mes En nee, BOUT, De... ccnutisdenccchcouscedesedsacoecsonsecse 
—— Percentage distribution, by age, sex, and color, November 1937 (partial employ- 
a 
Central Statistical Board, U. S. Government. Activities, year ended June 30, 1937, sum- 


June 1456-64 
Feb. 355-42 


June 1457-9 


Mar. 725-6 











Chain stores, Great Britain. Collective agreement signed November 22, 1937_...........--- Mar. 705-4 
Child labor and welfare, United States: 
Amendment to Federal Constitution ratified by Kansas, Kentucky, Nevada, New 
} I a ae ti eiiaesiad Jan. 133 
i Legislation regulating hours of minors, 1937, various States_....................-----.---- Jan. 135-6 
» LE LLL OE A ae ae SIRE Pe eee Jan, 133-4 
: Sugar-beet industry. Work under contract system and school attendance (1935 Chil- 
I I Ca EE A AE, Pe Ee ee Feb. 328-30 
Children’s Bureau (Labor Department, U. 8. Government). Creation of, functions, and 
A RET er Ea. Ey a ee en Feb. 302, 316-17 
Cigar and cigarette industry. (See wnder Tobacco industry.) 
Civilian Conservation Corps (CCC), U. 8. Government: 
Eligibility standards and methods of enrolling. ........................-..-------------- Apr. 846-50 
Enrollees, age, schooling, and other data........................--.-.---.--------------- Apr. 850-1 
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Page 
Civilian Conservation Corps —Continued. 
Selecting 1,800,000 young men for (Persons) Apr. 846-51 
Vocational training and general education furnished for enrollees, 1938 
Clothing industries: 
Cotton-garment and allied products. Contracts, U. 8. Government (barrack bags and 
bandoleers, men’s hats and caps), minimum-wage determination, January 1938 May 1210 
Cotton-garment production, shop management systems (Stone) June 1299-1320 
Jackets, leather and sheep-lined and wool and wool-lined. Contracts, U. 8. Government, 
minimum-wage determinations, April 1918 June 1418-19 
Clothing industry, men’s. Labor turn-over, monthly rates, October 1937 to March 1938___- Jan. 190; 


Feb. 461; Mar. 744; Apr. 933; May 1209; June 1414 
Collective agreements, United States: 


Air-transport industry, 1936 Mar. 702 
Hours of work provisions, 1937 Feb. 341-8 
Motortruck drivers, overtime and general agreements Mar. 748-51 
Transit lines (electric-railway, motorbus, and taxicab employees), New York City. His- 

tory, and status in 1937 Mar. 686-93 

Collective agreements, foreign countries: 

France. Following law of June 1936, concluded between September 7, 1936, and Decem- 

ber 15, 1937, by industry May 1148-9 
Great Britain. Grocery stores, chain, November 22, 1937 Mar. 705-6 
Netherlands. Agricultural workers, résumé of, January 1920 to June 1937 Apr. 897-9 
—— Footwear industry. Legalization, December 24, 1937, to be effective to June 30, 

1938; provisions of agreement May 1211-13 
—— (Rotterdam). Harbor workers, wages and working conditions, effective October 18, 


Mar. 756-7 
Sweden. Shipbuilding trades, conditions under a Jan. 98-9 


—— Newspaper printing, December 1, 1937... ; ; Mar. 706 
Collective bargaining, United States: 

Legislation, 1937, various States . Jan. 136-9 

Promotion of by U. 8. Labor Department, 1918 to 1938 Feb. 309-10 

ase lines (electric- = motorbus, and taxicab employees) New York City. His- 


Mar. 686-93 
Collective basgeining, atin : Jan. 95 


Company unions: 
Characteristics of (Peterson and Senturia) Apr. 821-30 
Greyhound Lines, Inc., Pennsylvania and Pacific. NLRB order for withdrawal of recog- 
ES ET SEER ee a eee Apr. 904-7 
N. R. A. period, changes during Apr. 828-9 
Conciliation and arbitration: 
Canada (British Columbia). Act of 1937, provisions.........................-...---..-- Apr. 895-7 
France. Procedure under collective agreements and in other cases, under law of March 
Se ee ne ee 
United States. Department of Labor, work of, by States and industries, November 1937 


SD es Jan. 181-3; Feb. 445-6; Mar. 723-4; Apr. 928-9; May 1203-5; June 1408-10 
Construction industry, United States: 


Federal funds, financed from. Value of contracts awarded and force-account work 
started, by Government agency, November 1937 to April 1938 Jan. 246-7; 


Feb. 526-7; Mar. 785; Apr. 1013-14; May 1265-6; June 1489-90 
State-financed public buildings and roads (highways), November 1937 to April 1938_. -- Jan. 247; 


Feb. 527; Mar. 785; Apr. 1014° May 1266; June 1490 


June 1352-6 


(See also Building-construction industry.) 
Consumer purchases by families (32 American cities), 1934-36 , . 608-21 
Consumption habits of the American people (B. L. S. studies), 1934-36 . 608-21 
Contracts, U. S. Government, for equipment and material purchased. Minimum-wage 
determinations. (See Minimum wage.) 
Conventions, meetings, etc.: 
British Trades Union Congress, Norwich, September 6-10, 1937 Jan. 167-8 
Canada Trades and Labor Congress, 1937, proceedings ; Jan. 168-71 
International Labor Conference, June 1938, program Apr. 868-74 
Labor Legislation, Southern Regional Conference on, New Orleans, February 1938, pro- 


Apr. 875-7 


Jan. 163-5 
Cooperation, United States: 


Burial associations. Status in 1936 and history of (B. L. S. survey) Mar. 647-52 
Credit unions. Number, membership, assets, and loans, status, 1936, by States._t‘.0... Apr. 878-81 












1530 MONTHLY LABOR REVIEW 






Cooperation, United States—Continued. 
—— Legislation, 1937, various States 


—— (Employees’). Membership and fiscal statistics of associations, by field of member- 


ship, 1936 (B. L. S. survey) 
Distributive associations. Facilities operated by 
en 2 tan eal niainmaswenhaceowameene nee crus nwescadlewis 
—— Membership statistics, 1936, and composition - ___- 
a «a, chis.sin domncadsadbnantbaeachienbellsssucauseencndacaceodeneasesce 
Neen i a | es. eam behenweenubunuaus paiag! 
Electricity-supply associations. Assisted by Rural Electrification Administration__.- 
—— Prior to Rural Electrification Administration program 
Retail societies. (See Cooperation: Distributive societies.) 
Telephone associations. History, extent, characteristics, types, and status, 1936 (Parker) 
—— Legal status, varying State regulations. -................--...----222 2-22 
—— Practice, procedure, properties, and equipment (Parker)... -............-.-..-.__-- 
—— Statistics of age, membership, subscribers, and finances, 1936 (Parker)....... Feb. 
Cost of living, United States: 
Consumption habits of American people (32 cities), 1934-36 (B. L. S. studies)___..__-_- 
Electrical appliances and equipment purchased by families of workers, 1933-36 (42 cities) 
Indexes (1923-25 base). By cities (32), and by items of expenditure, specified periods, 
Sn Se ee ee ot es eeiendeaaninbakenewl - 
—— (1929=100). Food and general expenditures, by year 1927 -36, by quarter 1937, ¢ com- 
rr . - 2) ts nendaededebldadaiemudedascticinsadeccudde 
Percentage changes. By cities (32) and by item of expenditure, specified periods, June 
yan NI SEAS OE at AT aS RT 5, a SP ee oa Ne 
Rent, average monthly, and percent of family income, nonrelief families, specified cities, 
to on aa allan ee metas acon abatcheGuaiinde ene 
Retail sales, Virginia, 1929, 1933, and 1935, by kind of business bik: Seur domes 
Working women, New York State, 1937 (Miller). _- 
Cost of living, foreign countries: 
ie EE ee OS ee eee ee eee oe ee 
Great Britain. Workers and their families, survey begun October 1937 by Ministry of 
Ne Citic cr bck tick nccticedee bse tdbdedsddcunindeidccneuddcddeececnséens 
Indexes (1929=100). Food and general expenditures, by year 1927-36, by quarter 1937: 
Argentina (Buenos Aires) to September 1937; Australia to September 1937; Austria 
(Vienna); Belgium; Brazil (Rio de Janeiro) to March 1937; Bulgaria to September 
1937; Canada to September 1937; Chile (Santiago) to September 1937; China (Shang- 
hai); China (Peiping and Tientsin) to June 1937; Czechoslovakia (Prague) to Septem- 
ber 1937; Danzig; Denmark to September 1937; Egypt (Cairo) to September 1937; 
Estonia (Tallinn) to September 1937; Finland to September 1937; France (Paris and 
other); Germany; Great Britain and Northern Ireland; Greece; Hungary (Budapest); 
India (Bombay); India (Ahmedabad and Rangoon) to September 1937; Irish Free State; 
Italy to September 1937; Japan (Tokyo); Japan (other) to September 1937; Latvia 
(Riga) to September 1937; Lithuania to September 1937; Luxemburg; Netherlands 
(Amsterdam); Netherland India (Java and Madura) to September 1937; New Zealand 
to September 1937; Norway; Palestine; Peru (Lima); Poland (Warsaw); Portugal to 
September 1937; Rumania to 1935; Southern Rhodesia to September 1937; Spain 
(Madrid) to 1935; Sweden to September 1937; Switzerland; Turkey (Istanbul) to 
September 1937; Union of South Africa to September 1937; United Kingdom (see Great 
Britain and Northern Ireland); Yugoslavia (Belgrade) to September 1937; Yugoslavia 
Ce ee No die skeaaowoncenecseuadgebenaanenad’ ; 
Costs. (See under specific type of.) 
Cotton belt, power farming and labor displacement. (See Agriculture.) 
Cotton-garment industry. (See under clothing industry.) 
Cotton-goods industry. Historical comparison, earnings as between August 1934 and April 


Cotton-textile manufacturing: 
Labor turn-over, monthly rates, October 1937 to March 1938. .........................-- 
Regional] differences in wages, 1928-37, and trends of man-hours and employment, 1936-37 
CRs od. a di OE de seine bla dokudak tietdsmewicdbkinkt spdébasdbsbadocsabede 
Credit unions. (See under Cooperation.) 





Death by wrongful act, liability for. 
Decisions of courts, United States: 
Company union. NLRB order for withdrawal of recognition upheld (U.S. Sup. Ct.) _. 


Legislation, 1937, various States._.................... 
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sions of courts, United States—Continued. 
Fruit-packing company (Oakland, Calif., plant) engaged in limited amount of interstate Page 

and foreign commerce, NLRB order upheld by U. 8. Supreme Court wre .--- May 1169-72 
Kentucky. Federal child-labor amendment ratification declared invalid by State su- 

preme court, 1937 --. - Jan. 13% 
Motortrucks and semitrailer motortruc oke, size and weight regulation (South Carolina). 

Statute upheld by U.S. Suprema Court : . Apr. 910-12 
National Labor Relations Board Jurisdiction in case of company with limited inter- 

state business upheld by U. S. Supreme Court (Oakland, Calif.) — May 1169 
Picketing to bring about closed-shop policy, held to be labor dispute (U.S. Sup. Ct 

reversal of lower-court decision) ‘ie . Apr. 907 
Picketing to compel employment of ne groes, he ld a labor dispute by U.S. Supreme Court May 1172-4 
Unfair labor practices. Federal District Court held not authorized to enjoin NLRB 

from holding hearings on charges against employers (U.S. Sup. Ct.)_.__.._______. Mar. 702-5 


Decisions of courts, Great Britain. Unemployment-insurance any health-insurance systems, 
nonmanua! workers (artists) allowed protection, December 9, 1937_____- oatle May 1137 
Department of Labor, U. 8. Government. (See under Labor Department.) 
Domestic service, United States: 
Hours of work limited to 60 per week, Washington State — Jan. 134 
Training courses, Philadelphia Institute on Household Occupations -.--- Mar. 653-5 
Domestic service, Germany. One year of housework obligatory for single young women 
seeking employment in offices or trades : eS: ee - p , May 1176 


Education, United States: 
CCC camps. Elementary and higher subjects, and cooperation with schools and col- 
leges, 1938. ter tS carrey : Feb. 388 
High-schoo] enrollments, increase of, in depressions (1920-38) . Jan. 103 
ectrical appliances and equipment. Expenditures for, by fainilies of wo orke rs, 1933 
42¢ andy ‘ ‘ oe : Feb. 447-54 
ectrical machinery industry. Labor turn-over, monthly r: stes. October 1937 to March 1938_ Jan. 190; 
Feb. 461; Mar. 743; Apr. 932; May 1209; June 1413 
-mployee elections. Held by National Labor Relations Board, 1936-37, results ..... May 1144 
Smployer-employee relation 


Profit-sharing plan of General Electric Co., summary of 1937 report . May 1177 
Report to employees of company’s operation___- a May 1147 

mployment agencies, United States: 

Governmental, State and Federal! activities since 1890_ : Feb. 301. 312-14 
Indians, American, placement of, 1936-37 __- B ree Feb. 363 
Legislation, 1937, various States en Sr ; Teising a , Jan. 143 
United States Employment Service. Active file compared \ nemployment Census 

of November 1937-- Pe _..... June 1456-64 


——Activities, November 1937 to April 1938... > a cteneteun nae 8-23; 
Feb. 491-6; Mar. 758-65; Apr. 983-9; May 1233-9; June 1448- 5 
Applicants, percentage distribution of, by age, sex, and color, November 1937. . June 1457-9 
— Applicants, young and old, placement experience, January 1936 to June 1937 Jan. 3-15 
—— Establishment of, and relation to State services . Feb. 312-14 
—— Reports of, used as measures of unemployment (Hollander and Wellemeyer June 1456-64 
Employment of foreigners: 
Germany. Number of alien workers, by industry, as of March 31, 1936-- meee Mar. 645-6 
United States. Seamen, merchant marine, percentage of aliens, 1935__- ete aie Feb. 350 
Employment policies, Germany. Governmental regulation, 1934-38 ' June 1393-5 
Employment provided: 
Man-hours of labor required for typical plumbing and heating supplies in dwellings, as 
of 1935 a oC nee : June 1383-5 
P. W. A. construction, directly and indirectly, 1933 37... , ~ Jan. 16-26 
mployment statistics, United States: 
Agriculture. Farm labor, supply and demand, and number per farm. Specified dates, 
1937-38... » Jan. 213; Mar. 755; June 
Ammunition and rela ate ted produc ts, by product, sex, and skill, October 1937 
Construction projects under U.S. agencies (PW A, RFC, Works Program, WPA, NYA, 
CCC) and those financed from regular governmental appropriations, November 1937 
to April 1938_............. Jan. 228-30; Feb. 501-3; Mar. 770-2; Apr. 993-5; May 1243-5; June 1469-71 
Federal emergency work, shown by National Unemployment Census, 1937- : Feb. 360 
Industrial and business, including pay rolls, by States, geographic divisions, and principal 
cities, October 1937 to March 1938... Jan. 239-41; Feb. 515-17; Apr. 1006-8; May 1254-6; June 1482-4 


146685—39-——_ 
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Employment statistics, United States—Continued. 


Industrial and business (manufacturing, mining, public utilities, trade, service, and 
building construction), including pay rolls, hours, and earnings, October 1937 to 
ee am Jan. 224-8, 231-41; Feb. 

Mar. 766-70, 773-81; Apr. 990-3, 996-1008; May 1240-3, 1245-56; June 1466-9, | 


April 1938... 


Office workers, New York State, factories, October 1936 and 1937 

igen graduates of 1935 (Philadelphia) 

P. W. A. construction projects, 1933-37 

ial Rico, by industry group and sex, 1935__- ‘ 

Seamen, American merchant marine, and composition of force, 1935 

Teachers, college and university, number of, by type of institution__- 
Employment statistics, foreign countries: 

Italy. By industry, June and last week of August 1937 

Siam. Occupied workers, 1929, industrial distribution of_- 


Envelope industry. Contracts, U. 8. Government, minimum-wage determin: ation, April 


1938 , P 
Espionage, labor. Senate inquiry, summary of. 
Extra-compensation plans. 


Profit-sharing and other plans, dise ussion of. 





Famnilies, urban. 
distribution by family type wi 
Family allowances, foreign countries: 
France. Monthly rates, status, 1937_- : 
Italy. Law of June 17, 1937, coverage, contributions, and benefits 
New Zealand. Operation, fiscal year ended March 31, 1937. 
Farming, part-time; and power farming. (See under Agriculture.) 


Federal Committee on Apprentice Training (U. 8. Government). (See Apprentice Train- 


ing, Federal Committee on.) 
Fertilizer industry. Accidents, causes and prevention, 1936 (Kossoris and Kjaer 


Size of, and number of earners included, averages, specified cities, 1935-36, 









497-501, 5 


Financial survey of urban housing, 1937. Summary of findings combined with those of real 


property inventory, 1934_- 


Fireworks industry. Scope and characteristics, as sof October 1937 
Foreigners, employment of. (See Employment of foreigners 

Foundries and machine shops. Labor turn-over, monthly rates, October 1937 to March 1938. 

Feb. 461; Mar. 743; Apr. 932; May 1209; Jur 

Furniture manufacturing industry. Labor turn-over, monthly rates, October 1937 to March 

1938_. 


Handicraft trades, Germany. 
regime_ ts intel . — . = 
Hardware industry. Labor turn- -over, monthly rates, October 1937 to March 1938 


Independent workers, 





development, first 3 years of Nazi 
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Feb. : 
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June 
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Mar. ( 


anes pamannte Jan. 190; Feb. 461; Mar. 743; Apr. 932; May 1209; Jun: 





Feb. 461; Mar. 744; Apr. 932; May 1209; June 
Hat and cap industry. Contracts, U.S. Government, auxiliary workers included by order, 


January 1938, under wage determination, July 1937 
Health and hygiene, United States: 
Housing standards. Minimum required, for physiological and psychological needs 
—— Needed to protect against contagion and accidents 
Industrial policyholders, record for 1937 (Metropolitan Life Insurance Co.) 


Interdepartmental Committee to Coordinate Health and Welfare. Report, 1938, sum- 


mary of 
Legislation, 1937, various States 
National] program, need for (report of Technical C ommittes on Medical Care) 


Survey, National Health (U.S. Public Health Service, 1935-36), summary of preliminary 


reports__ : 
Work of U. $. Labor Department, 1913 to 1938 
(See also Industrial diseases and poisons.) 
Health (or sickness) insurance, foreign countries: 
Denmark. Operation of system and résumé of history (statistics, 1934) 


France. Agricultura] and forestry workers. Contributions, benefit, and regulations- - 


—— Legislative provisions, contributions, benefits, operations, 1930-35 
—— Miners. Legislative provisions, organization, and statistics, 1936 


—— Railwaymen. Legislative provisions, organization, and statistics of cost in 1932_. 


——Seamen. Legislative provisions, coverage and administration___- 


Great Britain. Nonmanual workers (artists), court decision as to status, December 1937 
Norway. Law of 1930 and amendments, provisions, and statistics of operation, 1931-36 


Poland. Coverage, contributions, medical services and statistics, 1928-36 
Sweden. Compulsory, under law of 1929; and voluntary, State-subsidized funds_- 
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ith Service, Public (U. S. Government 
1) 1800, connection with Service. 


Seamen, establishment of marine hospitals 


ing age, maximum, and employment. 
idays: 

Collective agreements, 
Legislation, 1937, 
Street-railway employees, union-agreement provisions, 1937 
See also Sunday and holiday work.) 

me ownership, United States. 

me work, industrial. 

urs of work, general 
Coal-mining industry. 

ference, May 2 

Collective agreements, 


(See Older workers.) 
1937, provisions 


various States 


Specified cities, percent of nonrelief families having, 
Legislation, 1937, various States 


1935-36. 


International Labor Conference, June 1938; preparatory con- 

1937, provisions of 

International Labor Conference, June 1938, conventions to be submitted 

Legislation, 1937, various States 

Men in private industry. Federal, 
1938 

Paraguay. 
6, 1938 


State, and Territorial restrictions, as of January 1, 


Wage earners and salaried employees, 8-hour day, 


decree effective January 
uusehold facilities and equipment. Plumbing and heating fixtures, typical dwelling house, 
labor required to produce, as of 1935__- 
uusehold Occupations, Philadelphia Institute on. 
Be ee 
using, United States: 
Apartments for low-income families, experience of Lavanburg Foundation, 
2 ‘ ean 
Cities. Kinds of, ‘condition, and fnanc ial status. 


Establishment of, purpose of, and train 


New York 
District of Columbia Alley Dwelling Authority, summary > of report, year ended June 30, 
1937... , sate 
Dwelling units built in urben and nonfarm areas, "1920 36 (W ickens and Foster 
Dwellings provided in urban areas, 1920-37 
Federal legislation of 1938, provisions__- 
Minimum standards (preliminary report 


, American Public Health Association) 
Needs, concluded from investigation by National Housing Committee, report, 1937 
Nonprofit project (Lavanburg Homes, New York), experience, 9 years___-. 

PWA. Average monthly rates per room, by project, reported May 1, 1938. 
Sugar-beet workers, 1935 study by Children’s Bureau_. J 
Tax exemption, 11 States; preferred tax status, 2 States; on homes 

Housing, foreign countries: 

Denmark. Government-aided and private construction, 
dwellings, and rentals charged, 1930-37. 
Great Britain. Building societies, statistics by year, 1925-37 


number of buildings, sizes of 


immigration. Effect of World War upon, and increasing interest in Americanization 

Immigration and Naturalization, Bureau of (U. 8. Work of, as affected by 
changing policies and conditions 

Income: 


Government). 


Health needs and service, relation to (Study of Technical Committee on Medical Care). 
National. Total payments, and compensation of employees by industrial group, each 
month, January 1929 to December 1937 
Income, family, annual: 
Distribution by groups, 
Median, sample relief 
groups, 1935-36__- 2 
Nonrelief, median, by occ upational g group, 1935-36 (spec ified cities) 
Related to illness—disabling, acute, chronic. 
Indian (American) arts and crafts: 
Development of industries and proceeds, work of U 
Local projects initiated by U. 8. Indian Arts and Crafts Board 
Indians. Placement work of Indian Service employment offices, 1936-37 
Industrial diseases and poisons, United States: 
Lead poisoning. Clinical data concerning workers subject to hazard, examinations made, 
1936-38 
——- Statistics, 1936 and earlier years (Hoffman) 


1929, 1933, and 1935 


and nonrelief families, 


specified cities, distribution by income 


. 8. Indian Arts and Crafts Board 


ea , Jan. 248-52, 
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Feb. 300 


Apr. 871-2 
Feb. 341-8 
Apr. 869-71 
Jan. 134-6 


Feb. 462- 
Apr. 937 
June 1383-! 


Mar. 653 


Jan. 105- 
Feb. 414-19 


Mar. 
Jan. 


711-13 
254-6 
254-6 
Mar. 707-9 
May 1150-2 
Mar. 709-11 
Jan, 105-7 
June 1362-3 
Feb. 338-9 
Jan. 104-5 


June 1363-6 
June 1366-8 


Feb. 317-18 


Feb. 317 18 
June 1373-5 
Apr. 939-41 
Mar. 710 
Mar. 614 
Mar. 617-18 
Mar. 670 
Mar. 655-8 


Mar. 656-8 
Feb. 363 
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Industrial diseases and poisons, foreign countries: 
























Silicosis. ILO survey of compensation legislation, summary relies « ioe.9 r 
Australia. Lead-poisoning fatalities, rate per million of population, 1926-36 (and by 

Province, 1936) ____- FE eee ae wed Fel 
—— (Queensland). Lead- -poisoning 5 fats ilities, rate per million of population, 1926-36 Feb. 4 
Canada. Lead-poisoning fatalities per million population, 1921-36 : Fe} 
Germany. Lead poisoning, number of cases and fatalities, and percent compensated. 

19: 20-04 Oe a ee — mana ; Fel 

r order of December 1936 vita j Apr. 9 

Great Britain. Silicosis, compensation for under amended Workmen’s Compensation 

Ee ee a, oe ees Apr. 9 7 
— (England and Wales). Lead-poisoning fats slities, occupation: nal ind nonoccupation: il, 

per million population, 1911-36.__._____- ER a ee ae Oe ‘ Fet 


—— (Scotland). Lead-poisoning fatalities, rate per million of popul ition, 1911-36 ; Fel 


— (United Kingdom). Lead-poisoning fatalities, by industrial group, 1934-36 ve Fel 
Irish Free State. Lead-poisoning fatalities, rate per million of population, 1923-35 - Fel} 
Italy. Lead-poisoning fatalities, rate per million of population, 1928-35________ Fel 
Netherlands. Lead-poisoning fatalities, rate per million of population, 1921-34 aaaee Fel 
New Zealand. Lead-poisoning fatalities, rate per million of population, 1929-35 oS Fet 


South Africa, Union of. Silicosis, compensation for under law of 1925 and amendments Apr 












Switzerland. Lead-poisoning fatalities, rate per million population, 1926-35__.__..______ Fel 
Industrial disputes, United States: 
Picketing to compel employment of Negroes, held to be labor dispute by U.S. Supreme 
ES ER AEE Ses, Sa ae es ee ee ier a May 1 
Picketing to bring about closed-shop policy, he 1d to be labor « li spute by U.S. Supreme 
Court (reversal of lower-court decision) a ’ Apr 
Railroads. Settlements, 1936-37, and operation of Feder: lL mediation agencies Mar. ( 
Representation cases submitted to National Labor Relations Board, and elections held, 
I er ee ee ees ee ; : May | 
“Sit-down” strike, use » of, in 2067........ cate May 
Strikes and lock-outs. St: stistical analysis of, for y year 1937......-_. May 118: 
—— Statistical analysis of, September 1937 to February 1938 Jan 
Feb. 437-44; Mar. 715-22; Apr. 920-7; May 1179-86; Juns 
—— Summary statistics showing trend, January 1936 to April 1938. ___- Jan. 172 
Feb. 436-7; Mar. 714-15; Apr. 919-20; M: 1y 1188; June | 
Strikes. Review of, 1791 to 1937 (Peterson)____.__________- ~ : jendpeacs ee 10 
—— Statistics, 1881-1905; 1914-37_____- en eee ee ee nee eee May 
Industrial distribution, Siam. Occupied workers, 1929______....._____________________.. June | 


Industrial relations, United States: 
Conciliation service of U. S. Labor Department, establishment and functions__________. Feb 
Espionage upon labor. Senate inquiry, summary of______......._.____-___._______.__e- Mar | 
Industrial relations, Germany. Regulations issued by National Socialist Government, 





Injuries, industrial. (See Accident statistics. ) 
International Labor Organization. Establishment in accordance with provision of Versailles 











2 eo a dedmaane kn enemindawmueciss : Feb 
Iron and steel industry: 
Accident experience, 1935 and 1936_.............-..--- i .. May 1 
Labor turn-over, monthly rates, October 1937 to March 19°  Reptetds saisid ae Jan 


Feb. 461; Mar. 744; Apr. 932; May 1209; June 










Jacket industries. Leather and sheep-lined and wool and wool-lined. Contracts, U. S. 
Government, minimum-wage determinations, April 1938_...___- Sealdaces 2 See 3418 
Johns-Manville Corporation. Annual report of operations issued to employees, 1937_......... May! 

















Knit-goods industry. Labor turn-over, monthly rates, October 1937 to March 1938_____. Jan. 
Feb. 461; Mar. 744; Apr. 932; May 1209; June 





Labor activity, Governmental: 
Federal and State, during a quarter century, 1913 to 1938 (Stewart) _____- ea 
Organized labor, position of, regarding legislation creating Federal department. ail tlaialis Feb. 302-4 
Quarter century of (1913-38), history (Stewart)_............_..._..------ Feb. 297 
Federal, set up to deal with emergency problems during World War, connection with 

Labor Department.-_.........._.. i a only vas:. oe, 6, OU 

Labor and industrial conditions: 

Canada. Weekly hours, seasonality in employment, hiring, employer-employee relations, 

plant modernization, status, 1936 (study of 7,725 firms) .................---- seiiakaidaalididasamts Apr. 88 
Germany. Regulations under National Socialist Government Jan 
Japan. Wartime policies proposed by employers 
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Labor and industrial conditions—Continued. 


Netherlands. Legalization of collective agreement, footwear industry, under law of 


October 1, 1937 


Sweden. Shipbuilding trades, under collective agreement, and social-insurance system - 
United States. National Recovery Administration, influence of__._- hein nie 
ibor contracts. Sugar-beet industry, contract system, 1937, study of_........__________- 

ibor costs. Mining coal, differences in, specified countries (Summary of ILO study) __ 


ibor, Department of (U. S. Government). Establishment of, and first 25 years of work 
stewart) 


or departments, State. ‘Beginnings of integr srated State agencies ( (Ma issac chusetts, 1869) - 
ibor displacement: 


Agriculture (Cotton Belt) through power farming. Northwest Texas, 1937; South- 


western Oklahoma and Mississippi Delta (Taylor) _-- _..------------ Mar. 595-607; Apr. 852-65 


Tobacco industry (cigars). Case study of effect upon one group thrown out through 
mechanization, summary. : 
- Through mechanization (study ~¥ 1936 
or organizations, United States: 
Beet-sugar workers, 1934-37 
Company unions, characteristics of (Peterson and Senturia) 
Transit lines (electric-railway, motorbus, and taxicab employees) New 
History, and status of agreements, 1937 
bor organizations, foreign countries: 
Canada. Trades and labor congress, 1937, proceedings. 
Great Britain. Membership statistics, by industry and sex, 1936. 


-— **Program for continuance of prosperity,’’ suggested by president of Tr: de Ss U nion 
Congress. 


Labor regulation by Government, Germany. Nations Ty. Socis alis t regimentation nel workera. 
1934-38__. 
Labor relations: 
Legislation, 1937, various States. 
State boards established in 1937. ayes 
Labor Relations Board, Nationa]. (See Nations al L, abor Relations Bo rd. ) 
Labor requirements: 
Plumbing and heating supplies, production and distribution of, 1935 (Topkis) ---- 
Textile industries, woolen and gine mills, comparison, 1910 and 1936__-_--- 
Labor Standards, Division of (U.S. Government). Establishment, 1934, and objective S. 
Labor turn-over: 
Manufacturing industries, monthly rates, October 1937 to March 1938 , aan 
Feb. 458-61; Mar. 741-4; Apr. 930-3; Ms Ay , 1206-9: 
Petroleum refining, 62 plants, 1936 and 1937, and comparison with rates for all manu- 
facturing... ‘ a 
Slaughtering and meat-pe weking, 160 plants, 1936 and 1937, and comparison w vith rates for 
all manufacturing. Se 
Laws and legislation, United States, Fe de rt al and general: 
Air-transport industry made subject to provisions of Railway Labor Act, 1936 
Apprentices. 1937 State legislation, summary of___......--..--.--..-.--- ‘ 
—— Act (Public 308), establishing Federal C ommittes on Training in Dep: tment of 
Labor, 1937 Sieinninbinagteagilba eatin weteiaitiiewings 
Beet-sugar industry. Jones- -C ostiga an Act, 1934, Sugar Act, 1937, provisions, and opera- 
tion under-_.- . 
Blind, aid to. 1937 St: ate legislation, summary of 
Building projects, Federal. Prevailing-wage-rate act, 1931 
Child labor. 1937 State legislation, summary of- 
—— Résumé of acts of 1916 and 1918 
Credit unions. 1937 State legislation, summary of 
Death by wrongful act. 1937 State legislation, summary of 
Dependent children, aid to. 1937 State legislation, summary of_---- 
Discriminations. 1937 State legislation, summary of 
Employment agencies. 1937 State legislation, summary of 
Employment, etc. preferences. 1937 State legislation, summary of 
Health and safety. 1937 State legislation, summary of 
Holidays, legal, and Sunday labor. 1937 State legislation, summary of 
Homes exempted from taxation, 11 States; preferred tax status, 2 States....._.-- 
Home work, industrial. 1937 State legislation. summary of 
Hours of labor. 1937 State legislation, summary of- 
—— Men in private employments, Federal restrictions, tabular analysis of provisions as of 
January 1, 1938_....-- ieee did EEE 2 A! AE Se ee eee RA 
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May 1211-13 
Jan. 98-9 
May 1059-63 
Feb. 325-8 
June 1386-90 


Feb. 297-321 
Feb. 299 


May 1120-21 
May 1112-21 


Feb. 339-40 
Apr. 821-30 


Mar. 686-{ 


Jan. 168 
Jan. 166-7 


Jan. 168 
June 1393-5 
Jan. 136-9 


Jan. 136 


June 1381-6 
Jan. 58-93 
Feb. 304, 311 


Jan. 187-90 
June 1411-14 


June 1414-17 
Apr. 933-6 


Mar. 702 
Jan. 148 


Jan. 100-1 


ST alacatlleceaeadeeacaeenlemaniiiais ti Seiad es Feb. 322-4, 328, 339-40 


Jan. 147 
Feb. 305 
Jan. 133-4 
Feb. 316-17 
Jan. 149 
Jan. 148 
Jan. 146-7 
Jan. 147-8 
Jan. 143 
Jan. 147 
Jan. 141-2 
Jan. 144-5 
Jan. 104-5 
Jan. 148 
Jan. 134-6 


Feb. 465-6 
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Laws and legislation, United States, Federal and general—Continued. 


Hours of labor. Men in private industry, State and Territorial restrictions, tabular 


analysis of provisions as of January 1, 1938______- 5 ciieinntetitnndiahtteknees: fase Feb 
Housing. Actapproved February 3, 1938, amending act tof 1934, provisions.-........-- aa Mar 
Immigration restriction. Literacy Act, 1917, and quota law, 1924____- . ’ Gace” ab 
Indian arts and crafts, promotionof. Act of August 1935, and operation under, to 1937... Mar 


Interstate Commerce Commission. Erdman Act giving power to act with Commissioner 
of Labor in mediation of labor disputes. 


Sot a) GR 0 eee ee Fel 
—— First law giving regulatory authority over physical equipment and safety devices, 
ne eee ee blliiid allen <icinanlieeasion Pia cueieae : Fel 
Labor Department, U. | Gevernme nt. Act creating, 1913. , Fel 
Labor departments, etc. 1937 State legislation, summary of_. Jan 
Laborrelations. 1937 State legislation, summary of s Jan 
Minimum wage. Following investigations 1907-10, and to 1937, résumé-- : , Feb 
Motion-picture-machine operators, safety regulations under State laws and city codes... Jan 
Old-age assistance. 1937 State legislation, summary of--_- , RE Sk ee Jan 
— State laws, number in eflect, specified years 1915-37 ‘ June 
Prison labor. 1937 State legislation, summary of.-- fpsnceinsiicamniviaiainn dbKiam Ras Ja 
Railroad terminals, removal of. 1937 State legislation, summary of. Blink Ja 
Safety and health. 1937 State legislation, summary of ’ Jan 
Social security. 1937 State legislation, summary of... eS wee : Jan 
Sugar Act of 1937. Determination by AAA as to minimum wage on 1937 beet crop after 
September 1_-.__-..--- ‘ tech atteeit ene rerum ae M 
Sunday labor and legal holidays. 1937 State legislation, summary of. Jar 
Unemployment insurance (compensation). 1937 State legislation, summary of J 
—— Social Security Act provision, 1935 wie , ' Fe! 
Vocational education. 1937 State legislation, summary of pid kc aati J 
—— Smith-Hughes Act (1917) and later laws.........-_- — eitietncticonie : Feb 
Wages. 1937 State legislation, summary of : Jan 
Workmen’s compensation. Accident prevention, 1937 State legis slation, summary vol Ja 
— Appeals, 1937 State legislation, summary of._ - - ; Jan 
—— Attorney’s fees, 1937 State legislation, summary of. _- -- Lawanaigees Jat 
—— Average weekly wage, 1937 State legislation, summary of : Jar 
—— Benefits, 1937 State legislation, summary of ve sere. : Jan 
—— Claims—notice of injury, administration and settlement: 1937 State legislation, sum- 
mary of.._-...-. bidduheudiela gnats data : , Jan 
— Coverage, 1937 State legislation, summary rel: om Jan 
~—— Dependency, 1937 State legislation, summary of. - --- Jar 
—— Earliest State laws passed __ Fe} 
—— Extraterritoriality, 1937 State legislation, summary of ' ‘ j Jat 
—— Illegally employed minors, 1937 State legislation, summary of____._-_- Ja 
—— Inadequacy of State legislation in connection with claims settlement : June 1334-5, | 
—— Insurance, 1937 State legislation, summary of... _-- 5 , ; Jan 
—— Medical fees, etc., 1937 State legislation, summary of-_____- Jar 
—— Nonresident aliens, 1937 State legislation, summary of. 7" Jar 
—— Notice of injury, claims, 1937 State legislation, summary of : Jan 
—— Occupational diseases, 1937 State legislation, summary of ea Jan 
—— Second injuries, 1937 State legislation, summary of_____-- Jan 
—— Suits for damages, 1937 State legislation, summary of__- a t Jar 
—— Third-party liability, 1937 State legislation, summary of : oF eee Jar 
—— Waiting time, 1937 State legislation, summary of_-- F Jan 
Laws and legislation, United States, by States: 
Alabama. Tax exemption for homes___--- Ja 
Alaska. Hours of labor, men in private industry, tabular analysis of provisions as of 
January 1, 1938_.___- Fel 
Arizona. Hours of labor, men in priv vate industry, tabular analy: sis of provisions as of 
January 1, 1938__....--- 5388 ‘ Fel 
Arkansas. Hours of labor, men in priv vate industry, tabular analy sis ot provisions | as Sof 
January 1, 1938___-._- a ag a AEE Ie RATS OLS Beeps elated Feb 
—— Tax exemption for homes A a a A I oa ee ays Jan 
California. Hours of labor, men in private industry, tabular analys sis of provisions as of 
January 1, 1938__.._.. Ape CA vena Soar Feb 
Colorado. Hours of labor, men in priv ate industry, tabular analysis of provisions as of 
January 1, 1938. PRR Pe Rieger te Te SP oe > Seer aw aS RTE 2 Feb 
~—— Pharmacists. Hours of labor limited, 1937... Re ee LL adheres Sain IN eps he DO BE Jan 


—— Publie printing by contractors subject to requirements by industrial commission, 
Te ey, ee Jan 


act of 1987___..-... 





i 


l 
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ws and legislation, United States, by States—Continued. 

Connecticut. Hours of labor, men in private industry, tabular analysis of provisions as of 
January 1, 1938__- _— simian 
District of Columbia. Minimum-wage orders (retail trade), provisions of__- 
Florida. Hours of labor, men in private industry, tabular analysis of provisions as of 
January 1, 1938 nidia : : ee ' ike ‘ 
Georgia. Hours of labor, men in private industry, tabular analysis of provisions as of 

January 1, 1938 . 
Tax exemption for homes. 


Idaho. Hours of labor, men in private industry, tabular analysis of provisions as of 
January 1, 1938 
Illinois. Minimum-wage orders, provisions of, by industry. : 
Indiana. Hours of labor, men in private industry, tabular analysis of provisions as of 
January 1, 1938...........- obi svosbie own : " = 
lowa. Hours of labor, men in private industry, tabular analysis of provisions as of 
January 1, 1938....._...- 
Preferred tax status for homeste: ads. 7 ; ; ‘ 
Kansas. Hours of labor, men in private industry, tabular analysis of provisions as of 
January 1, 1938__.-. i 
- Minimum wage, 1915 law amended 1938, provisions... 


— Public works, discrimination and intimidation account race or color prohibited, 1937 
Kentucky. Minimum wage, act of 1938, summary j 
Louisiana. Hours of labor, men in private industry, tabular an: alysis of provisions as of 

January 1, 1938 

Tax exemption for homes , 
Maine. Hours of labor, men in private industry, tabular analysis of provisions as of 

January 1, 1938 , 

Maryland. Hours of labor, men in a private industry, tabular analysis of provisions as of 

January 1, 1938 
Massachusetts. Hours of labor, men in private industry, tabular analysis of provisions 

as of January 1, 1938 


— Minimum-wage orders, provisions of, by industry 

Michigan. Hours of labor, men in private industry, tabular analysis of provisions as of 
January 1, 1938. 

Minnesota. Hours of !abor, men in private industry, tabular analysis of | provisions as of 
January 1, 1938__........ 

—— Tax exemption for homes , 

Mississippi. Hours of labor, men in private industry, tabuls ar analysis of provisions as of 
January 1, 1938 

Tax exemption for hom S F 

Missouri. Hours of labor, men in private industry, tabular analysis of provisions as of 
January 1, 1938_. 

Montana, Hours of labor, men in priv: ate industry, tabular analysis of provisions as of 
January 1, 1938 

Nebraska. Hours of labor, men in private industry, tabular analysis of provisions as of 
January !, 1938_. we i 

Nevada. Hours of labor, men in private industry, tabular analysis of provisions as of 
January i, 1938 

New Hampshire. Minimum- wi age orders, provisions of, by industry 

New Jersey. Hours of labor, men in private industry, tabular analysis of provisions as of 
January 1, 1938 

Minimum wage orders (Jaundries), provisions ot... 

New Mexico. Hours of labor, men in private industry, tabular analysis of provisions as of 

January 1, 1938 


New York. Condition of urban colored population, act June 3, 1937, creating temporary 
State commision to investigate 


—— Hours of labor, men in private industry, tabular analysis of prov isions as of January 1, 
1938 Bas re , Sate 7 ind = 
North Carolina. Hours of men in private industry; tabular analysis of provisions as of 
January 1, 1938 
-—— Hours of men, women and minors regulated, 1987. ‘ 
North Dakota. Hours of men in private industry, tabular analysis of provisions as 
January 1, 1938 
— Labor and material men given preference in payment of bills and claims 
Ohio. Hours of labor, men in private industry, tabular analysis of provisions as 
January 1, 1938............ . 
—— Minimum-wage orders, prov isions of (hotels and restaurants) ..... 


Page 
Feb. 404 
Jan. 196 


Feb. 464 


Feb. 464 
Jan. 104 


Feb. 464 
Jan. 196 


Feb. 464 


Feb. 464 
Jan. 105 


Feb. 464 
June 1420-1 
Jan. 147 


June 1420-2 


Feb. 464 
Jan. 104 


Feb. 464 


Feb. 464 


Feb. 464 
Jan. 196-7 


Feb. 464 


Feb. 464 
Jan. 104 


Feb. 464 
Jan. 104 


Feb. 464 


Feb. 464 


Feb. 464 


Feb. 464 
Jan. 197 


Feb. 464 
Jan. 198 


Feb. 465 


June 1376-80 


Feb. 465 


Feb. 465 
Jan. 134 


Feb. 465 
Jan. 147 


Feb. 465 
Jan. 198 
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Laws and legislation, United States, by States—Continued. 

Oklahoma. Hours of men in private industry, tabular analysis of provisions as of Janu- } 

ary 1, 1938__ Dita Ey ae ‘ — ‘ _— wistetsinnstaieitlitgncllaliinittaiitl Felt 

—— Tax exemption for homes... BS ee MER ee ee ee ere ee Ja { 
Oregon. Hours of men in priv ate industry, t tabular an: 815 sis of provisions as of January a 


ER a eee ba — Ee ee pe: ee Fe} 
—— Minimum-wage orders, provisions s of, by industry and : sex eens ee ee Jan 
Pennsylvania. 44-hour, 544-day week, and 8-hour day provide: % 1937 ETT OE Jar 
—— Hours of men in private industry, tabular analysis of provisions as of January 1, 1938 Fet 
Puerto Rico. Hours of labor, men in private industry, tabular analysis of provisions as 

i ( Ee Se ese a pile asl ‘ Fel 
Rhode Island. Hours of men in priv ate industry, tabular analysis of provisions as of 

RO a eee een ee eed ee eS ee “ Fet 


—— Minimum-wage orders, provisions of, by industry ilies : = Jar 
South Carolina. Hours of labor, men in private industry, tabular analysis of provisions 

as of January 1, 1938..............- , , Fet 
—— Motortrucks and semitrailer motortrucks, size and ' we veight re eguk ition, 1933 statute 

re, Cy a a iain iii cere sce ccuitniitiindinns Apr 
South Dakota. Hours of men in private in justry, tabular analysis of provisions as of 


7 eS cee ee a eee er ae ee . F« 
a Te as is eB kx ethics hh cnerdbaneaiabniaitieine Jar 
Texas. Hours of men in private industry, tabular analysis of provisions as of January |, 

aa nic ANI i Nn cts thats wn th tpt ecaranainat ee ee ee ee ae Fet 
a Tax I ahi ccaeellnge ical xchat alae ddeaeevepenentarntniniiilidinisaeeine Jan 


Utah. Hours of men in private industry, tabular analysis of provisions as of January 1 
—— Minimum-wage orders, provisions of (retail trade) - = 
Vermont. Tax exemption for homes by cities and towns, act of 1917._..._._..--- —— Jar 
Washington. Hours of domestic servants limited to 60 per week, 1937____...__..___-___. Jan 
—— Hours of men in private industry, tabular analysis of provisions as of January 








—— Seinen: -wage orders, provisions of, by industry___..._- ak 
West Virginia. Hours of men in private industry, tabular analysis of provisions as of 
gg Nae SA 
—— Preferred tas states for homestends......<.................................- 
Wisconsin. Hours of men in private industry, tabular analysis of provisions as of 
ES ee a ee Tee eee es - Fet 


Wyoming. Hours of labor, men in private industry, tabular analysis of provisions as sof 
































th he Besa icin taeda abhi tsi sieileeaninasace Feb 
5 Se en cancbbbiethdebabanabaade Jan. 104 
; Laws and legislation, foreign countries: 
; Argentina. Vacations With pay, provisions for. -.___--- ia ae er || 
Drea. Veostions wilh pay, proveoen G0. «oo .6o 5. 2 oe. co cece. 2 200e-.. ...--. Feb. 378-8: 
: Canada (British Columbia) Conciliation and arbitration a act, 1937, provisions. ........... Apr. 895-7 
z —— (Ontario). Workmen’s compensation, provision for administrative board... June 1322-3, 1 
i i a ee Feb. 378-82 
Colombia. Vacations with pay, provisions for__._. Piers Re oe ee Oe eS Feb. 378-8: 
es ecnccnconcesscoanéisasetnanectésanda Feb. 378-82 
Denmark. Health (or sickness) insurance, laws of 1933, amended 1937, operation under... Feb. 364-70 
—— Housing, communes authorized to grant tax exemption on new buildings, 1933_____- June | 
France. Conciliation and arbitration, act of March 4, 1938_ pik dnceetteimetendiibiedie June 135 
—— Social-insurance system (including maternity and sickness), laws of 1928, 1930, 1935, 
Re ae oe ee Tee Nee Mar. 622 
i Germany. Domestic service obligatory for single young women, ordinance of February 
‘ ne alesse ahaa a ie na ER, og DU cr ER ie ess ole abide nn eandaadnwe May 117! 
1) —— Labor regulations resulting from acts of May 19, 1933, and January 20, 1934_._...... Jan. 94-7 
t —— Regimentation of workers, acts of May 15 1934, and subsequent dates_............. June 1393-5 
qi —— Silicosis compensation, order of December 1936, operation under___................ Apr. 917-18 
Bt Great Britain. Silicosis compensation statute of 1925, amended 1930, operation under... Apr. 915-17 
; —— Trade Boards Acts, 1908 and 1918, provisions of and operation under__...........-- May 1085-99 
a —— Unemployment insurance, institutional domestic service (nonprofit), regulation of 
4 a a ee ee ee ee Mar. 637 
4 Re ne scacbacccetnctcescoedsubiebican Feb. 378-82 
@ Italy. Family allowances, law of June 17, 1937, and decree of July 21, 1937, p provisions.. Jan, 184-5 
# —— Marriage loans, measure effective July 1, 1937............._---. ily willie: bite scanty Jan. 56-7 
d Mexico. Vacations with pay, provisions for..................---......-.------...-.---- Feb. 378-82 
: Netherlands. Legalization of collective agreements provided for, act effective October 
ie ee a ctueebemcetascocetananan ME 1nl1-16 
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Laws and legislation, foreign countries—Continued. 
Norway. Health (or sickness) insurance, law of June 1930 and amendments, provisions Page 
and operation May 1122-30 
Panama. Vacations with pay, provisions for Feb. 378-82 
Paraguay. 8-hour day and 48-hour week, decree effective January 6, 1938 Apr. 937-8 
Peru. Vacations with pay, provisions for.___.___- ag et eT ee ee Feb. 378-82 
Poland. Health (sickness) insurance, act of 1920, amendment 1934 ; Jan. 48-9 
Salvador. Vacations with pay, provisions for Feb. 378-82 
South Africa, Union of. Silicosis compensation, statute of 1925 with amendments, pro- 
visions of einen Apr. 914-15 
—— Unemployment insurance, act of April 1937. Feb. 370-7 
Sweden. Accident insurance, act of June 17, 1916 , 4 Jan. 98 
—— Health (or sickness) insurance, act of June 14, 1929__- Jan. 98 
Uruguay. Vacations with pay, provisions for aia siipeciiibed Feb. 378-82 
Venezuela. Vacations with pay, provisions for a eee Feb. 378-82 
Legislation, Labor, Southern Regional Conference on. New Orleans, February 14-15, 1938. Apr. 875-7 
Loans. (See Marriage loans.) 
Lumber industry, sawmills. Labor turn-over, monthly rates, October 1937 to March 1938.. Jan. 190; 
Feb. 461; Mar. 744; Apr. 933; May 1209: June 1414 
Management, employment: 
Executives over 40, efficiency of. Summary of employers’ views.__....._..________- Mar. 661-2 
Report of company’s operations to its employees, Johns-Manville Corporation......... May 1147-8 
(See also Older workers.) 
Management, industrial. Cotton-garment shops, straight-line system compared with bundle 
and progressive-bundle systems (Stone) -.....................--.-.-2 2. : . June 1299-1320 
Maritime workers. (See Seamen.) 
Marriage loans: 
Germany. Employed women, change in system October 1937_____- i , Apr. 902-3 
Italy. System provided for by law of July 1, 1937__..__-_- ' " ‘ , - Jan. 56-7 
Mass production. Tobacco industry (cigars), results of mechanization___- ' en May 1120 
Material costs. PWA construction projects (United States), 1933-37____ eo - Jan. 22-4 
Maternity insurance and benefits, France. Legislative provisions, contributions, operations, 


1930-35... wreee $+ 222 ones e nee o-eewcere one-one <a ...--. Mar. 622-33, 635-37 


Mechanization, United States: 
Depopulation of farming areas on account of 
Farms, Cotton Belt. Animal-power displacement, 1930 to 1935 (Northwest Texas) _____. Mar. 600-1 
—— Arizona and Califo~nia, no labor displacement because new industry__.......____-. Apr. 865-6 
—— Labor displacement— Northwest Texas 1937; Southwestern Oklahoma and Missis- 
sippi Delta (Taylor). i = : wee-occ--cose--ce---cee Mar. 505-007; Apr. 852-67 
Tobacco industry. Cigar manufacturing, effects on production, employment, and 


osama epider so sn . . Mar. 599-607 


wages_. eal - Sie ‘ ....-- May 1100-20 
Tractors. Cotton farms, effe: ‘ts on tenancy an labor, Northw est Texas and Oklahoma 

and Mississippi Delta- nde a ...-------- Mar. 595-607; Apr. 853-67 
—— Oklahoma, increase in number, 1929-36_-_- Apr. 852 


—— Purchased for use in United States, by year, 1922-36, compared with total farm 
equipment purchased-__............_.-- ee eee ‘ oe en Apr. 865 
—— Wheat farms, Oklahoma, effect on tenancy... ; Apr. 853 
Mediation and conciliation, Board of (U.S. Government). Est: ib lishment, 1913, and prior 
Government activities etnias. o ca oak Feb. 300 
Mediation Board, National. (See National Medi: ation Board. 
Medical and hospital service, United States: 
Inadequacy of. Lower income and relief groups, survey, 1935-36 ; Beiele cuts Mar. 671 
—— Need for National Health program__....____- . June 1369-75 
Merchant marine. (See Seamen.) 
Migrant workers. International Labor Conference June 1938, item of agenda__.- iaedala Apr. 873 
Migration. Drought and depression refugees entering Oregon, 1930-36; sources and routes, 
areas affected, and usual occupations of heads of households... __.. -- Jan. 27-35 
Minimum wage, United States: 
Agriculture. Sugar-beet production, determination by AAA, April 6, 1938, under Sugar 
Act of 1937 June 1419 
Basie standards used as criteria for determinations... ____- “a Jan. 201-4 
Contracts, U. 8. Government. Barrack bags, etc. and men’s hats, manufacture of, de- 
terminations extending coverage to, January 1938. _._...- dat ....---.. May 1210-1) 
—— Envelope, leather and sheep-lined jacket, and wool and wool-lined jacket industries, 
determinations, April 1938 ..- June 1418-19 
—— Welt shoes, dimension granite, and handkerchiefs industries, determinations, De- 
cember 1937 Feb. 466-7 
I ele aeeenn June 1420-2 
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Minimum wage, United States—Continued. 

Legislatioh. 1937, various States_.............-.-- 

- State. Progress in 1937 (Stitt and Smith) a, 
Merchant marine. Prevailing wages made minimum requirement on subsidized ships 

Orders adopted or mandatory in 1937, provisions of: District of Columbia, Illinois, Massa- 

chusetts, New Hampshire, New Jersey, Ohio, Oregon, Rhode Island, Utah, 

Washington - ---- 


Sugar-beet workers. Agricultural Adjustment Administration ‘Getermination for 1937 
crop after September 1- - - -- Seng OS 
Minimum wage, foreign countries: 


Great Britain. Trade-boards system, operation under laws of 1909 and 1918 
—— Trades covered by provisions of Trade Board Acts_-- ; 
Netherlands. Footwear workers, by age, under legalized agreement “of December 24, 
1937_. 
Mining industry, U nited States: 
Coal. Labor costs, relative, per ton of salable coal, compared with foreign countries, 
Stk Hicks cthawdeedats 
Hours of labor. Legislation, 1937, Utah 
Mining industry, foreign countries: 
Coal. Labor costs, relative, per ton of salable coal, 1935 and 1936: Belgium, Canada, 
Czechoslovakia, France, Germany (Ruhr), Germany (West Upper Silesia), Great 
Britain, Japan, Netherlands, Poland, Union of South Africa 


—— Output in metric tons, and indexes, by year, 1927-35, Belgium and France; 1927-26, 
Czechoslovakia, Germany (Prussia), Netherlands (State mines), Pojand, United 
wemegeems. .. <<<... itasheces 


Motion-picture operation. Hazards, and safety standards in construction and ventilation 
of projection rooms 
Motor vehicles 
Hours of drivers. Legislation regulating, 1937. California, Indiana, Iowa, New York, 
Washington ; ‘ es : 
Motortrucks and se mitraile ‘r motortrucks. Size and weight regulation (South Carolina) 
upheld by U. 8. Supreme Court ; : 
Motorbus employees, New York City. Collective agreements with employing companies, 
provisions, status, 1937__- 





National Health Survey (U.S. Government, 1935-36). Preliminary reports, summary of 
National Labor Relations Board, U. 8. Government: 
Activities 1936-37, and effect of 1937 Supreme Court decisions on number of cases 
submitted 
Limited interstate busines ‘SS de C ided as moking company subject to Labor Relations Act 
(U. 8. Sup. Ct.) ‘ — 
Unfair labor practice charges : agninet e mployers, hearings on, decision of U. 8. Supreme 
3 ee ee ee 
National Mediation Board (U. 8. Government). Summary of report, fiscal year ended June 
Ean ce nttsd tile th hitin sntnsabisbnnnatcdcenainitanaatitebad Duties Dedtuheeniale 
National Railroad Adjustment Board (U. §. Government). Summary of report for fiscal year 
ee ee eee we ey a seh ee eee 
National Recovery Administration (U. Ss. Government). Strike activity , during, and in 
period following. ie ee ae oe ae 
National Unemployment Census, 1937 (U. 8. Government). Report of Administrator, text 
of, with statistics__...._- 
Naturalization. Applications for, increase in 1937 
Negro workers: 
Handicaps in New York State report of State commission, summary-______.........._- 
Placements, U. 8S. Employment Service, percent of total, by region, sex, occupational 
group, and age group, April 1937___................-.. 
U.S. Employment Service. Applicants, number, by region sand Sex: ; percent of total by 
region, sex, occupational group, and age group, April 1937 
Negroes: 
Economic condition, New York State, report of State commission, summary 
Families in 42 cities, expenditures for electrical appliances and equipment_______.._____- 
Night work. Extra compensation for, by continuous-operation and other companies (Na- 
tional Industrial Conference Board study) 


Occupational diseases. (See Industrial diseases and poisons.) 
Occupational distribution. Migrants into Oregon (heads of household, 1930-36) _____- 
Occupations: 

Employment status, follow-up study of Philadelphia public-school graduates of 1935 
Social-economic classification, 1930 Census, by sex, 1910, 1920, 1930 
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Occupations—Continued. 
Textile industries (woolen and worsted mills). Description of processes, 1936, and com- 
parison with 1910__ 
|-age assistance, United States 


Page 
Jan. 64-93 


Federal Social Security and other forms, number of recipients, year ending April 1937___- June 1349 

Social-security program, Federal. Progress, 1936-37. - : .... June 1350-1 

age pensions and retirement, United States: 

Assistance to needy aged (Federal and State), progress, 1915 to 1937________._.__._._______. June 1350-1 

Persons supported by various forms of, year ending April 1937___- June 1349 
\id-age pensions and retirement, foreign countries: 

Canada. Retirement ages prescribed, and pension plans, as of January 1937 Apr. 886, 887 

Sweden. Government provision for - 
Older workers, United States: 


Jan. 99 


Discrimination against, in employment, causes for (New York State investigation) May 1138-43 
Legislation, 1937, Massachusetts. .................-- ; as Jan. 147 
Men over 40 as executives, summary of employers’ views___-_- ‘ Mar. 661-2 
Placements by U. 8S. Employment Service, by age groups and sex, 1936 and first half of 
1937..... — ; ae ‘ atanena'’ oat ‘ Jan. 3-15 
Older workers, foreign countries: 
Canada. Maximum hiring age, by industries (928 firms), January 1937 (survey by Na- 
tional Employment Commission) : ce Mar. 662-: 
- Retirement age prescribed (1,442 firms), by age group, January 1937 (report of Na- 
tional Employment Commission) -_-_- 
Overtime’ 


3; Apr. 886 


; Apr. 886 


Collective agreements, 1937, provisions. 7 2 Feb. 345-6 
Salaried employees. Findings of investigation by American Man: wement Association.. Feb. 479-80 


Petroleum-refining industry: 
Labor turn-over. Annual rates 1936 and 1937, and comparison with rates for all manu- 
facturing-_..- ae , " Pa . June 1414-17 
Monthly rates, October 1937 to Ms woh a Jan. 190; 
Feb. 461; Mar. 744; Apr. 933; M: ay 1209; June 1414 
Picketing. (See under Decisions of courts; Industrial disputes.) 
Placement work. (See under Employment agencies.) 
Plumbing and heating supplies. Labor requirements in production and distribution, as of 
1935 (Topkis) - , oa 
Prices. Retail, wholesale. (See inverted titles.) 
Printing industry, Sweden. Newspaper. Collective agreement concluded 1Jecember 1, 1937_ Mar. 706 
Prison Labor, United States: 
Georgia. County-camp system, report of U. 8. Prison Industries Reorganization Admin- 
istration, 1937. ‘ ene 2 ‘a a _— Jan. 163-5 
Legislation, 1937, \ various States-_. a _— : , : Jan. 144 
Productivity of labor, United States: 


7 —— , - June 1381-6 


Cotton-garment industry. Straight-line system, effects of, output gains analyzed_._.... June 1311-14 

Mining, coal, bituminous, United States compared with 7 European countries_......... June 1386-90 

Plumbing and heating supplies, manufacturing and distribution, as of 1935 (Topkis).... June 1381-6 

Textile industries, woolen and worsted, 1910 and 1936 (Stern) - ne om Jan. 58-93 

Tobacco industry, cigar manufacturing, effects of mec hanization, study of, 1936 (Evans).. May 1100-20 
Profit sharing, United States: 

General Electric Co. plan effective 1934, summary of annual report, 1937.....2............ May 1177-8 

Industrial employees. Findings of study by National Industrial Conference Board-_--_-- Feb. 383-7 
Publie Works Administration (U. 8. Government). Construction prejects, employment 

resulting from, 1933 to 1937. a ue , ’ Jan. 16-26 


Racial distribution. Negro (American) seamen, percentage of aboard 352 vessels, 1935. Feb. 351 
Radio and phonograph industry. Labor turn-over, monthly rates, October 1937 to March 

ia .. .. Jan. 190; Feb. 461; Mar. 744; Apr. 933; May 1209; June 1414 
Railroad At ijustment Board, National. (See National Railroad Adjustment Board.) 
Railroads, United States. Industrial disputes. Settlement through National Mediation 

Board and National Railroad Adjustment Board, 1936-37 " Mar. 698-702 


Rayon industry. Labor turn-over, monthly rates, October 1937 to Mare h 1938 mee © Jan. 190; 
Feb. 461; Mar. 744; Apr. 933; May 1209; June 1414 
Real property inventory, 1934. Summary of findings combined with those of financial 
survey of urban housing, 1937__- VEE ER eaakmaadiaidcath nee ilo Feb. 414-17 
Rehabilitation, vocational: 
Expenditures, State, Federal, and local, year ended June 30, 1937__- - June 1399 
State plans. Persons aided, number of, by year, 1929-37.______- . Juve 1398 
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Relief, United States: 
Oregon, drought and depression refugees, 1930-35___- 









ieieiieietet tt ie Jan 
Sugar-beet industry, 1935 study by Children’s Bureau ae ee Feb 
Rents. PWA low-cost housing. Average monthly rates per room, by location and project, 
Ee ee ee a nee June | 
Retail prices, United States: 
Coal. Revision by B. L. S. of method of collecting, classifying, and put lishing__- June 1498-9 
Coal, anthracite and bituminous. Rates, March 1938 and previous year, by city and 
I Riententtitiensesnceceseccecetebiridn<pysigiin que qencssanenennn ns scseniiih .. June 1498, 1500 
— Rates, specified periods, 1929 I i a Mar " 
Cotton-textile clothing and furnishings, specified periods, 1935 to Decembe 5 Sees Apr. 1022 
Electricity. Changes, December 15, 1937, from previous year, and to March 15, 1938___- Feb. 538 
May | 
—— Rates and net monthly bill, by city (51), December 15, 1937___._.________________. Feb 
Food. Indexes, by commodity group, 51 cities combined by year 1929-37, and by month 
Ee eee ae ee ee ee Mar. 7 
—— Indexes, yearly 1926-32, quarterly 1933 35, monthly 1936 t to October 1937, com pari- 
EE ES a eee , Jar 
—— Individual commodities and groups, 51 cities combined, and percentage changes, 
specified cities, also indexes by commodity group and by city, November 1937 to April 
ae et a a ee ———- 
Feb. 528-35; Mar. 786-93; Apr. 1015-2 . May 1267-74; June 1 
Gas. Changes December 15, 1937, from previous year and to March 15, 1938 . Feb. 543-5; May 12 
— Rates and net monthly bill, by city (50), December 15, 1937__.__..___..___________- Feb. 5 
Retail prices, foreign countries: 
Food. Indexes, yearly 1926-32, quarterly 1933-35, monthly 1936 to October 1937, o 
month shown: Australia to August 1937; Austria (Vienna); Belgium; Bulgaria to July 
1937; Canada; China (Shanghai); Czechoslovakia (Prague); Estonia (Tallinn); Fin- 
land January 1936 to September 1937; France (Paris) to June 1937; Germany; Hungary 
(Budapest) to September 1937; India (Bombay) to June 1937; Ireland to August 1937; 
Italy (Milan) to September 1937; Netherlands (Amsterdam); New Zealand to August 
1937; Norway to September 1937; Poland (Warsaw) to August 1937; South Africa to 
September 1937; Sweden; Switzerland; United Kingdom_____.._..__.._-...-..-------- Jan. 2 
Rubber-tire industry. Labor turn-over, monthly rates, October 1937 to March 1938. a Oe Jar 


Feb. 461; Mar. 744; Apr. 933; May 1209; Jun 


Rural Electrification Administration. Projects approved, loans, etc., by type of organization, 
Re EE ae ee - 

Rural electrification, United States. Cooperative associations, early organizat ms, and those 

under Rural Electrification Administration program 





Safety, Bureau of (U. S. Government). Establishment in 1914 and prior Government 
CE a 
Safety: 
cs I a a cabtahinneihendiiebnidmecnans 
Mining industry. Government activities and establishment of U, S. Bureau of Mines_-- 
Motion-picture projection rooms, standards for construction, maintenance, and ventila- 


Sawmills. (See wnder Lumber industry. ) 
Seamen, United States: 
Health services for, Government activities since 1800____- 
Merchant marine. Labor force, composition of............- 
subsistence allowances when required to the ED edhene 
Subsidized ships, vacation and holiday provisions- ---- Speiadt 
—— Vessels receiving operating-differential subsidy, minimum wages s and werkine ¢ con- 
RES scsi MAMET Tee Sie a vgueubnndndeeiinmamane 
Seasonal employment, Canada. Yearly average, overtime, short time, and shut-downs (3,550 
I Re ee | ekenieenanadp aah sabeeeeekauemnanaden 
Shift systems, United States: 
Collective agreements, 1937, provisions.....................-.-......--- Hen 
Multiple. Continuous-operation and other plants, distribution of companies ‘and employ. - 
ees, by industry (National Industrial Conference Board study) --.-..........-..-----..- 
—— Daily and weekly schedules, and extra compensation for night work ---........---. 
Shorter working time, United States: 
5-day week, collective agreements providing for, 1937......................--------.----- 
40-hour week (or less), collective agreements providing for, 1937 a a a 
Shorter working time, Paraguay. 8-hour day and 48-hour week, decree effective January 6, 








Sickness (or health) insurance. (See Health (or sickness) insurance.) 
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Page 
Sickness statistics. Frequency and severity, by age and by cause, 81 cities, 1935-36 Mar. mony 
Skill. Classification of workers according to, in census statistics, difficulties of June 1392-3 
Slaughtering and meat packing: 
Labor turn-over. Annual rates, 1936 and 1937, and comparison with rates for all manu- 
facturing........... . : 
Monthly rates, October 1937 to March 1938.........-- Sas Jam. 190; 
Feb. 461; “Mar. 744; Apr. 933: May 1209; June 1414 
Slum clearance. (See Housing.) 
Social-economic groups. Occupations, 1930-census of, by sex, 1910, 1920, 1930___- _...... June 1391-3 
Social security, United States: 
Legislation, 1937, various States....._.--- = Jan. 145-7 
Old persons, economic status of, year ended April 15, 1937.....- _ May 1348-9 
Social insurance, foreign countries: 
Poland. Act of March 28, 1933, amendment October 24, 1934_..._____- Jan. 48-9 
Sweden. Compulsory State systems and voluntary State-subsidized funds-----_- Jan. 98-9 
Spies. (See Espionage.) 
Standard of living. Negroes, New York State, report of State commission, summary June 1376-80 
Statistical Board, Central (U.S. Government). Activities, year ended June 30, 1937, sum- 
mary of report.__...._-- ; Mar. 725-6 
Stores, retail. Virginia. enamel Feb. 455 
Street-railway ait 
New York City. Labor organization, and collective agreements, history, and status, 
1937... , Mar. 686-93 
Ov extime. “holid: 1ys, vacations, and working ee —s a ee a a Te ; Jan. 206-8 
Straight-line system, cotton-garment factories. Comparison with bundle and progressive- 
bundle systems. .-. sianndbied ae sunaiibiieadtal _. June 1299-1320 
Strikes and lock-outs. ( See under Industrial disputes.) ) 
Student aid, Youth Administration, National (U.S. Government). Allotments and student 
quotas, summary data, 1937-38_____-- ee guint eae. ae ! May 1175 
Sugar-beet industry, United States: 
Employment conditions, welfare, and wages, 1934-37 (Johnson) - casein _.. Feb. 322-40 
Labor organizations formed, 1934-37 - - - ee 
Living conditions among workers. 1935 study by C hildren’s Bureau. Asean ail Feb. 338-9 
Minimum-wage determination by Agricultural Adjustment Administration, April 1938 June 1419 
Sunday and holiday work: 
Legislation, 1937, various States.--_--- . ae Jan. 144-5 
Motortruck drivers. Agreement provisions, as of May 15, 1937- pe ae hea Mar. 749 


Taxation, United States. Exemption of homes, 13 States_..................-.-- se Jan. 104-5 
Taxicab industry, New York City. Collective agreements with 5 companies, ‘st atus 1937. : Mar. 691-3 
Technological changes: 
Agriculture. (See under Mechanization.) 
Textile industries (woolen and worsted mills), comparison between years 1910 and 1936_- Jan. 58-93 
Telephone associations, cooperative. (See wnder Cooperation.) 
Textile industries, United States. Woolens and worsteds. (See under Woolen and worsted 
mills.) 
Tire (rubber) industry. (See Rubber-tire industry.) 
Tobacco industry: 
Cigar manufacturing. Effects of mechanization in, study of, 1936 (Evams).............. May 1100-20 
Cigars and cigarettes. Labor turn-over, monthly rates October 1937 to March 1938-_-.- - - Jan. 190; 
Feb. 461; Mar. 743; Apr. 932; May 1208; June 1413 
Tractors and other farm equipment. (See Mechanization.) 
Trade-boards system, Great Britain. Development of and operation under laws of 1909 and 
May 1085-99 
Trade-unions. (See Labor organizations. ) 
Training for employees, industrial-company plans. National Industrial Conference Board 
survey, review of findings of ' Jan. 101-3 
Transportation. Bus and truck, maximum weekly hours, report of 1LO prepared for June 
1938 Conference — Apr. 872 


Unemployment, United States: 
Census. (See Census: Unemployment.) 
Dependents, number of, reported for persons covered by Unemployment Census, No- 
vember 1937 
Duration of, applicants to U. 8. Employment Service, July 1936 to March 1937, by race 
Apr. 894 
High-school and vocational-school graduates of 1935 : Feb. 390-1 
National Census of, 1937, findings of ‘ reererT : Feb. 355-62 
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Unemployment, United States—Continued. 
Older applicants for employment, causes for discrimination against (New York State 


Pag 
FR rsnrecnncncntinsnenstniubbssnteubtibdeetaquinseensinsevesbesdiestéeduss May 1138-43 

Puerto Rico, by industry group and sex, 1935.__........-...--_----- 222 ihe Apr. 883-4 

Tobacco industry (cigars), workers displaced through mechanization, case study of one 
ict hints dedehkenadytienbamitesiakSeainb cnn nian vi éubinebctentisineieiane May 1120-] 


Unemployment, foreign countries: 
Canada. Youth, training projects planned by Dominion and Provincial Governments, 
Great Britain. Counting persons not at work, change in method 
Statistics, by year 1931-37, by month November 1936 to March 1938 or month shown: 
Australia to December 1937; Austria to February 1938; Belgium to January 1938; 
Canada to January 1938; Czechoslovakia; Danzig, Free City of, to February 1938; 
Denmark; Estonia; Finland to February 1938; France; Germany; Great Britain; 
Great Britain and Northern Ireland; Hungary to January 1938; Irish Free State to 
February 1938; Italy to 1934; Japan to November 1937; Latvia to February 1938; Nether- 
lands to February 1938; New Zealand to September 1937; Norway to December 1937; 
Poland; Rumania to October 1937; Sweden to February 1938; Switzerland to January 
1938; Yugoslavia to January 1938...................._....- ~---e-----.-- FO@b. 517-22; May 1256- a 
Unemployment insurance, foreign countries: 
Great Britain. Domestic service, institutional, in establishments not operated for gain, 


a eieets adits ndeobinias maioeed nek alowed rae Mar. | 
gee EE ae ee ee ee ee es ee May 1133-7 
—— Nonmanual workers (artists), court decision as to status, Dece mber _ ee May 1137 
. South Africa, Union of. Plan introduced under law of April 1937_..................---- Feb. 370-7 


), 8. Interdepartmental Committee to Coordinate Health and Welfare. Report 1938, sum- 







Vacations with pay, United States: 
Collective agreements 1937, provisions. _.......................-----.-.------- al a Feb. 347 
Motortruck drivers. Agreement provisions, as of May 15, 1937_........-...-.----...-..- Mar. 75 

Vacations with pay, foreign countries: 

Latin America. Résumé of legislative provisions: Argentina, Brazil, Chile, Colombia, 








Cuba, Haiti, Mexico, Panama, Peru, Salvador, Uruguay, Venezuela 





Feb 


















Vocational education, United States: 
CCC camps. Forms ofinstruction and equipment provided, 1938_..............-.----- Fet 
Domestic service. Philadelphia Institute on Household Occupations, methods and 














Employment status. Public-school graduates distributed according to kind of training 











Expenditures. State, Federal, and local, year ended June 30, 1937.................----- Jun 
Indians, American. Instruction in various native arts and crafts, promoted by U. 





























0 ge eg OV A ee ey ae Feb. 389 


1200 


FEE EA Sa al Ee oe ora fe Feo A Oe ae Mar. 653 


Lo 


; Sweden. Status under collective agreements, ard Government plan for legislation. -_--_- June 1346-7 
‘ Veterans, war. Placement, by U. S. Employment Service, November 1937 to April 1938___. Jan. 228 
it Feb. 496; Mar. 764-5; Apr. 989; May 1239; June 1455 
¥ Vital statistics. Death rates and causes, 1937 (Metropolitan Life Insurance Co. records)... Mar. 671-4 
a Vocational education, International Labor Conference, June 1938, item of agenda_-_-.-.......-- Apr. 872 


| oo snsmebls ile ciiiicuiiamanieeoninctmacne Mar. 656 
Labor Department and cooperating agencies, activities. ..............-...---.------ .-- Feb. 318-2 
Ss, Tete WN ie ce i bc cenntecewbecne paliibicie init Jan. 149 
State and Territorial plans, schools and classes under. Summary statistics, by year, 

a acsesugheneiambeteubhenenanncoos June 1397 














Training of employees by industrial companies, survey of National Industrial Conference 


Vocational education, foreign countries: 
Canada. Agricultural subjects, forestry, mining and industry, Government courses 





rk ee cng Gabi cbdbsatebbknestesnecassscooeis Mar. 658-60 
—— Domestic service courses provided by Provincial governments. -.-............------- Mar. 660 
—— Dominion and Provincial programs for unemployed youth..__............-...----- Mar. 658-60 


— Youth, previous to vocational training.......................-..---.-..-.---------- Mar. 659 
Wage executions. Legislation, 1937, various States ..........................-....-.--.-.-- Jan. 140 
We IE... Bi i PEI is nisi icc ed cnc cbdcdcedasece<écnaccceccee Jan. 139-40 
Wages and hours, International Labor Conference. June 1938, convention proposed for mini- 

NS EE SE Apr. 873-4 


Wages and hours, United States: 
Agriculture. Average rates, monthly and daily, with and without board, by geographic 
division, specified dates, 1936-38_.................--.--.-.------ Jan. 212-13; Mar. 754-5; June 1436-" 





Wages and hours, United States—Continued. 
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Ammunition and related products. October 1937, hourly rates by sex, skill, and occupa- 
RE GhbteeNeobddienneecideen del iagudensposebasiinebdsbensaribaedscceatabadidegacoc’ed 
Bakeries. Union members, May 15, 1937, compared with scales of May 15, 1936_.....-- 
Beet-sugar industry. Rates per acre, 1935, 1936, 1937..........-......-.-..-.-..-..2.---- 
Cities (6). California, municipal-government monthly salaries, by occupation, as of 
NN stiitiraceccssce kc npehsshcatoce omens n sea deacargde aac dive anand onitcsmainakaaitan aes bin 
Cotton-goods industry. AV erage hourly rates (including differentials by region nand' type 
ee re rs Ce WT Is ot enn Socn dc oicdecnccdndincocdevcts : 
—— Comparison of hourly earnings, 1934 and 1937 (by region and sex)_._.....____.--- if 
Cotton picking. Rates per 100 pounds, 1937 and earlier years, by State 
Cotton-textile manufacturing. Regional differences, 1928-37.....................--.-.-- 
— Weekly hours and weekly rates, average, New England and 4 southe rn States, year 
Se WN een hoe cbeccend ubhe seek ten cs kde catanscoclcébenccdowd 
Farm labor, or farm workers. (See Wages and hours: Agriculture.) 
Fireworks industry. October 1937 (by sex, skill, and occupation) -_...............-..---- 
Libraries. College, university, and high-school. Salaries, annual, 1936-37_........._._- 
—— (U.S. and Canadian cities). Minimum and maximum annual rates, by occupation 
en Te I nt ne ce ubbeead bkbndebne cusses 
Motortruck drivers. Union scales, changes, May 1936 to May 1937 
Needlework. Home workers in Puerto Rico, 1936. ...............----..--------..----.- 
Office workers. Factories, October 1937 (New York State)...............-..-.--- 2... 
—— Factories, weekly earnings, 1928-37, by industry (New York State)_......._._._..-- 
—— New York City, average rates weekly by occupation, and distribution by salary 
AY Siac cubkis accents ns Geuibaspadbnnetilankencachonodenebebedass beatae 
Public-school graduates of 1935 (Philadelphia). Weekly rates.......................-.. 
Public service. Municipalities, California (6). Monthly salaries by occupations as of 
June 1, 1937. J 
—— Public-school teachers, supervisors, and principals, average, by State, 1936. - 
Puree co. Tome Wermete Cippmrewere)., 1006... .2220-cccceicecncoss2200...~-22ss- 
—— Industrial and agricultural, by kind of establishment and sex, 1936-37 eG dwedinesede 
—— (San Juan). Office employees, average full-time weekly earnings, 1937..........._- 
Sewing-machine operators, cotton-garment industry. Earnings, effect of straight-line 
eee ere hrs Ie REE SS a el ae Ane I Pe ee eee ae 
Sex differentials. By industry, September 1937 OR A aa ‘ 
Soap industry. Hourly and weekly rates and weekly hours, January 1938, BLS : sur- 


Street-railway employees. Union scales, 1937. FORE BS IE ET a eee ET EE 
Sugar-beet industry. Rates per acre, 1935, 1936, 1937..........-.......--....-.2----- ee 
Teachers. Colleges and universities, median annual salaries, 1935-36 
ene, TT I, I dah ee dnebenndecnsasensbebensees 
memes OP OGINS GE PUG, UTD, BA TURN ooo cn ce cece ccc ccc ccs cs cco cccccccceeccsces 
Public-school, average, urban and rural, by State, 1936...............-..-.....---... 
Union scales. Bakery trades, May 15, 1937, compared with 1936___. 
—— Motortruck drivers, changes, May 1936 to May 1937 





Wages and hours, foreign countries: 


Belgium. Mining, coal, per shift and per metric ton, by year 1927-35._...............-- 
Bombay, Presidency of. Cotton-mill workers, daily rates, by occupation, July 1937_-_-- 
Canada. Agriculture, average monthly and annual rates, by Province and by sex, 1929, 
IS CIR 5, aa 0. siptins bmn inn kama adele iekaaaasaadl 
——Indexes of rates, 1929, 1933, 1936, and 1937: Building trades, metal trades, printing 
trades, electric railways, steam railways, coal mining, factory labor—(common and 
a ee ee soe nbccmbntaneadeatendssina chun 
Librarians in Canadian and U. S. cities. Minimum and maximum annual rates, by 
es GIN ae , BOOED SOUS oo ok rant eedcncuccdababbctoocoeussbstadessa 
— (Ottawa). Building trades, street railways, and printing trades, by occupation, 
I a a as Sed eR chit ndeiad akin &balieateamantee 
—— (Toronto). Building trades, street railways, and printing trades, by occupation, 
EB. Ts A EEL RL, Re PRLS ere Ree on es 
— (Vancouver). Building trades, street railways, and printing trades, by occupation, 
I i a ee i ash 
Czechoslovakia. Mining, coal, per shift and per metric ton, by year, 1927-36_........-- 
—— Workers covered by health (sickness) insurance, distribution by wage classes, De- 
cember 1937, and average daily rates by sex and by year, 1929-37___........_......--- 
Denmark. Seamen, old and new monthly rates, agreement effective March 1, 1938_..-- 
France. Cities, Ovtober, 1935, 1936, 1937, by occupation........................-..------ 
-—— Dressmaking, weekly rates, by skill, 1935, 1936, 1937..........................--.--. 
—— Metallurgical and machine industries, rates by skill, 1935, 1936, 1937 
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Wages and hours, foreign countries—Continued. 
France. Mining, coal, days worked and earnings, by year, 1930-37-. 
—— Mining, coal, per shift and per metric ton, by year, 1927-35 
—— (Parisregion). Metallurgical and machine-industry workers, by occupation, skill and 

sex, specified periods, 1914 to January 1938 
Germany. Average hourly earnings, by skill and sex of workers, December 1937. Bitu- 

minous-coal mining; lignite-coal mining; metal products; chemicals; building trades; pa- 

per manufacture; paper products; printing; woodworking; pottery; textiles (worsted- 

yarn, woolens, cotton, linen, silk, velvet, ribbon-weaving, lace- and curtain-weaving, 

knit goods); clothing: shoes; brewing; baking and confectionery; State railways; State 

postal service 
—— Average hourly and weekly earnings, by skill and sex, 1936. Iron and steel; metal 

working; chemical; building materials, pottery, and glass; building trades; sawmills; 

woodworking and furniture manufacture; paper; paper-products; printing, books; lith- 

ography and offset printing; textile; clothing; shoe; confectionery and bakery; brewing. Jan. : 
—— Skilled and unskilled workers, by sex, January 1, 1933, to January 1, 1937 Jan. 9 
—— (Prussia). Mining, coal, per shift and per metric ton, by year, 1927-36 June | 
India (Bombay, Presidency of). Cotton-mill workers, daily rates, by occupation, July 

‘ LS Te | 
EL ee ee ee Feb 
—— (Florence, Milan, Rome, Turin, Venice). Hourly rates, by industry and occupation, 

January 1, 1937 Feb 
Japan. Agriculture, annual, seasonal, and daily rates, 1936 Jun 
—— Raw-silk production, daily rates, by sex, 1936. .....................-.---..---..-- Jun 
—— Sericulture, annual, seasonal and daily rates, 1936 June | 
Netherlands. Footwear industry, minimum hourly and weekly rates, by age, under legal- 

ized agreement of December 24, 1937 May 1212 
—— Mining, coal (State mines), per shift and per metric ton, by year 1927 _.-.--- Jume 1388-9 
—— (Rotterdam). Harbor workers, agreement effective October 18, 1937, minimum 

weekly rates, by occupation Mar. 7 
Norway. Seamen, increased rates , January 7, 1938, by department and occupation -_-- Apr. 981-2 
Poland (Upper Silesia). Mining, coal, per shift and per metric ton, by year, 1927-36 June 1388-9 
Soviet Union (U. 8.8. R.). Low-paid workers’ rates increased, November 1, 1937 ‘eb. 4 

Motorcar drivers and repair workers, 1937 Feb. 488-9 
Sweden. Shipyard and metal workers, journeymen and apprentices, agreement effective 

January 1938 June 1444- 
—— (Géteburg). Shipbuilding trades Jan. 98 
United Kingdom. Mining, coal, per shift and per metric ton, by year, 1927-36 June 1388-9 

Wartime labor policies, Japan. National Confederation of Industrial Associations, recom- 
mendation to Government ’ Apr. 889-90 
Wholesale prices, United States: 
Classifications—raw materials, semimanufactured articles, and finished products— 
commodities included 
Indexes. By year, 1926-37; by month, 1936, 1937, and Japuary 1938; ‘comparison with 

foreign countries 
— Commodity groups and subgroups, changes in specifications, January 1938... Apr. 1032; M. ay 
Individual commodities and groups. Indexes, 1937 and former periods beginning 1926.. Feb. 54-5 
—— Indexes, weekly fluctuations, and monthly summaries, November 1937 to April 

Jan. 268-77; Feb. 546-58; Mar. 799-806; Apr. 1024-32; May 1279-86; June 1505-12 
Wholesale prices, foreign countries: 
Indexes, yearly 1926-37; monthly, 1936 to January 1938, or month shown. Argentina to 

September 1937; Australia to September 1937; Austria; Belgium; Bulgaria to December 

1937; Canada; Chile to October 1937; China to June 1937; Czechoslovakia; Denmark to 

December 1937; Finland; France to October 1937; Germany; India; Italy from 1929; 

Japan; Netherlands to December 1937; New Zealand (revised) to November 1937; Nor- 

way from 1928; Peru to December 1937; Poland from 1928; South Africa; Sweden; Swit- 

zerland; United Kingdom from 1930; Yugoslavia._....................-.-..-.-.----. .. Apr. 1032-5 

Woman workers, United States: 
Earnings and hours compared with those of men, by industry, September 1937_-_.------- Apr. 900-2 
Legislation, 1937, various States Jan. 135-36 
Living costs, New York State, 1937 (Miller) Mar. 571-5 
Woman workers, Germany. Increase in, in industry, by year, 1933 to 1936... . Apr. 902-3 
Women’s Bureau (Labor Department, U. 8. Government). Creation of, functions, and 
cooperating agencies 
Woolen and worsted goods. Labor turn-over, monthly rates, October 1937 to March 1938-.- Jan. 190; 
Feb. 461; Mar. 744; Apr. 933; May 1209; June 1414 
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Woolen and worsted mills: Page 
Manufacturing processes, description of (1936) and comparison with 1910__...._________- Jan. 64-93 
Mechanical changes (and labor requirements), 1910 to 1936 (Stern)_....._..__--- harkens Jan. 58-93 

Workers’ education: 

Company plans, survey by National Industrial Conference Board. ----_---_--- Jan. 101-3 
Labor Department and other Federal agencies, activities_............................... Feb. 318-20 
Working conditions. (See Labor and industrial conditions.) 
Workmen’s compensation, United States: 
Agreement system of claims settlement (Pennsylvania) 7 June 1329 
Appeals to courts, study of procedure and effects on injured workers June 1337-41 
Claims settlement. Systems, various States, and comparison with Canadian systems 
(Dawson)-_...-.--- ‘ June 1321-45 
Contested cases. Handling of, under various State jurisdictions ; : June 1331-2 
Court administration of claims, inefficiency of : Liietatda June 1330-1 
Direct-settlement system of settling claims (Wisconsin) -__-.-____-__- Se 
Growth througb State and Federal activities since 1909 a eee ni Feb. 301 
Hearing system of settling claims (New York) -_-..................---- ...... June 1324, 1329-30 
Legislation. (See Laws and legislation, U. 8. Federal and general, and by States.) 
Occupational diseases. Legislation. (See Laws and legislation, U. 8. Federal and gen- 
eral, and by States.) 
Older workers. Cost not greater than for young May 1138 

Workmen’s compensation, foreign countries: 

— Claims-settlement systems, various provinces, compared with States of 
U. (Dawson) ~— a . June 1321-45 
— thay Claims- settlement procedure... ‘: - June 1325-6, 1333-4 
World War. Labor Department, U. 8. Government, activities of, ‘during. ae : Feb. 305-6 


Youth: 
National Administration, U.S. Government. Student aid, 1937-38___- May 1175 
Placement of young workers by U. 8. Employment Service, January 1936 to June 1937_- Jan. 3-15 
Selecting 1,800,000 young men for the CCC (Persons) Apr. 846-51 
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